














| #3214, $3,054.00+/-), all as more particularly set forth in said 
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BILL NO. 5-87-07- 27 | 
SPECIAL ORDINANCE NO. aJ 


AN ORDINANCE approving the awarding 

of Reference #3212, #3213 and #3214, 

by the City of Fort Wayne, Indiana, 

by and through its Department of 
Purchasing and Fairbanks Morse 

Pump Corporation and Beckman En- 
vironmental Services Company, Inc., 

for Water Pollution Control Engineering. 


NOW, THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL 
OF THE CITY OF FORT WAYNE, INDIANA: 

SECTION 1. © That Reference #3212, #3213 and #3214, 
between the City of Fort Wayne, by and through its Department 
of Purchasing and Fairbanks Morse Pump Corporation and Beckman 
Environmental Services Company, Inc., for Water Pollution Control 
Engineering, respectfully for: 

the purchase of Raw Water, Storm 

Water, and Drainage Pumps for the 
modernization and rehabilitation 

of the Morton Street Pumping Station, 
for Water Pollution Control Engineering; 


per the specifications in the refer- 
ences; 


involving a total cost of One Hundred Twenty-Six THousand Nine 
Hundred Seventy-Six and No/100 Dollars ($126,976.00), (Fairbanks | 
Morse Pump Corporation #3212, $28,701.00+/-; Fairbanks Morse 


Pump Corporation #3213, $95,221.00+/-; Beckman Environmental 


Reference #3212, #3213 and #3214, which is on file in the Office 


of the Department of Purchasing, and is by reference incorporated | 


herein, made a part hereof, and is hereby in all things ratified, 
$ | 


confirmed and approved. 
SECTION 2. Prior Approval was requested and received 
from the Common Council on July 14, 1987. 


SECTION 3. That this Ordinance shall be in full force | 


and effect from and after its passage and any and all necessary 


approval by the Mayor. 
Bur — PE, 5 қ 22 О. 


Councilmember 


| APPROVED AS TO FORM | 


AND LEGALITY 






erger, City Attorney 









ши cr NUN ips «ne іл ғо ans on motion by 















seconced by and duly adopzed, second tim: 
by title and Teror- -oa to tae d the Ci- 
Plan. Commission fcr rocoso aftcm 
due legal notice, at the Coun m Fort Мау; 
ТИС шад» on 2 га Её day of 

a 1 «МЕЕ; 





SANDRA Е. KENNEDY, CITY CLYnx 


d time in full and on motion by SUP 


LZ. , and duly adopted, placed on іс 








Read the. t 
seconded Бу 


> 























passage. PASSED ру the following vote: 
AYSe S NAYS ABSTAINED ABSENT  TO-WIT. 
AYES NAYS ABSTAINED IOCWTT: 
mar тт 
TOTAL VOTES f^ m 
BRADBURY 05 
BRADBURY PUAA i [е eR ОР eet а ду VENE 
BURNS ede 
EISBAnT ЕСІ ; 
GiasQUINTA p 
HENRY ce У 
REDD 08 
SCHMID? oe 
SCEMIDT M uu SÉ M, se ee ж MEO E an 
ГОЛУ à 
STIZ»P 
a ER fuot d tp X» WE. bed NEED айз а 
TALARICO mi 





DATE: ш ; TA Атта 


SANDRA Е. KENNEDY, CITY CLERK 








Passed and adopted by the Common Council of ChesCity oF Porte 


Wayne, Indiana, as 










c Ri ) 
(SPECIAL) (ZONING MAP) ORDINANCE (amsenuezen) NO. Le 
on the ЖА day of y SE i15 ЖЭ 
АТТЕЗТ: | (SKAL), 
ғ; Жас PE. 
SANDRA E. KENNEDY, CITY CLERK“ |.  PRESIDING 


Presented by me to the Mayor of the Cit 


on the Et. di day of Becr. 
Me ЬО e E 
x NT M. 
at the hour of А o'clock” 
EE e E ES тин 


y of Fort Wayne, Indiana, 







Approved and signed by me this mis day of a 2- , 
19 (7 i at the hour of LL o'clock ДЕ boost. 


n 


MAYOR 





WIN MOSES, JR., 


Drainage Pumps #3212 


Ebara International Corporation 
Alternate 


Storm Water Pumps #3213 


Fairbanks Morse 
Peerless Pump 


Alternate #1 #3213 
Fairbanks Morse 
Peerless Pump 


Alternate #2) 343213 
Fairbanks Morse 
Peerless Pump 


Raw Waste Water Pumps #3214 


Fairbanks Morse 
Worthington Pumps 


S 2.8510. 
9,3054; 


5146,878. 
$126,134. 


$ 85,271; 
$ 85,624. 


$ 73,487 


6. 64,322. 


5:28У 015 
9 12527; 


00 
00 


00 
00 


00 
00 


.00 


00 


00 
00 


CITY OF FORT MAYNS 





DEPARTMENT OF PURCHASING 
ONE MAIN STREET - ROOM 350 
FORT WAYNE, INDIANA 46802 


REFERENCE % _3214 
DATE May 28, 1987 
DUE DATE Friday, June 12, 1987 at 4:00 P.M. 
Department receiving bid items Water Pollution Control Engineering 
Room 700, City County Building 
Fort Wayne, Indiana 46802 


Bid Bond Required NO YES ү AMOUNT |. 57 








Performance Bond Required NO үне X amount __100% 


| 5 = 2 
Prompt payment discounts will be allowed as follows: % 
if paid міспіп 0 days. 

THe газы оғ тог wayne is exempt from Federal excise and Indiana 
tate Sale Tax. The City's Indiana Sales Тах Ехелрсіоп Bert lI 
icate number is 356-001-255 0013, prices should not include these 
taxes. | 


The executicn hereof by the bidder is acceptance ої all terms and 
conditions herein and in that regard the bidder agrees cot De 
bound by same and be bound to the amount oz nis/her bid for 2 
period of sixty (60) days. 
X Beckman Environnental Services Co. ,Inc. 
Name of Company 


I 
WAVE: (signature) 


842 Ohio Pike 


Wrk ч (е Address 
J Di Хы e Cincinnati, Ohio 15245 







General Bid Form 


‘ 


Form Prescribed by State Board of Accounts 


D. 1H. Goble Co., Greenfield, Indiana 


MATERIAL OR MATERIALS, EQUIPMENT, 


BID, OFFER OR PROPOSAL 


on 


GOODS OR SUPPLIES 


Revised Form No. 95 (1964) 


Qo eR Ses alea ce KR ка ТЕСЕ ROUTE чолы” Gt жөр еее SCR RORIS еее ае СЫН атала лады аралы ыт а 


SE eRe БА а ы АЖЕ За Бе эчүе яле cB ЖЕ dem ар ААА TEIG ЛЕТ ED ы лылы Le DICE ы аша аны АН ааа аат таа 


Statename official position and municipality 


Pursuant to notices given, the undersigned proposes to furnish the material or materials, equipment, goods or 


state name 


official position and municipality 


and as per copy thereof, hereto attached, or as described herein for the following amounts: 


(State the class or item number or an exact description of the material or materials, equipment, goods or 


supplies to be furnished and amount of bid on each article.) 


Class or Item Quality — Description Amount 


н 


тт тт тг 


Ebara Model 100DL63.74. submersible sewage 
pump, 5 HP, 480 volt, 3 phase, capable of 
pumping 250 GPM @ 24.5 feet TDH. 

Model ІМ-80 Quick Disconnect Coupling 

25' stainless steel lift cable with 

2' stainless steel chain 

Trim impeller for specified duty 

Mercury float switches 

Certified curve 

Start-up and training visit 

Extra warranty trip 

Performance bond 

Freight 


Total 


Addendun No. 1 received. 


$1334.09 
216.00 


137.09 
118.00 
23.00 
118.00 
500.09 
500.0 
30.00 
55.00 


$1334.00 


216.00 


137.00 
118,00 
16.00 
118,00 
500.00 
500.00 
30.00 
55.00 


$3054.00 


DRAINAGE PUMP 
DATA SHEET 


The manufacturer of this equipment shall submit with the bids, the following specific 
data on the equipment being offered and hereby guarantees that the equipment will 
be fully equal to the representations of this data and information. The purpose 
of this information is to provide the Owner the information necessary to evaluate 
the equipment. Failure by a manufacturer to furnish all the information requested 
may be cause for rejection of the equipment. 














GENERAL: 
Manufacturer's Name: Ebara International Corporation 
Cuts or Drawings Attached: DTI-336, F3208-001, F3208-209 
Characteristic Curves Attached: 73208-108 
Total Weight Per Unit: . 181 Lbs. 

PUMP DATA: 
Capacity (gpm): 250 GPM @ 25,5! 
Overall wire to water efficiency (%): 537 


"E ы D DRE Аты лана у сыгы у шан c es 
Max. HP required at any point on performance 


curve. (Measured at the motor output shaft): 
less than 5 HP before impeller trimmed 





Pump speed at design point: ITIO EREM 
Solids Capacity: з" 
ELECTRIC MOTOR: 





Manufacturer: Ерага 


Horsepower: БНР 

Efficiency (%): 81,0% 
/Power factor at full load 84,1 
/Power factor at 3/4 load ee Os 


——-——үҥ ee 


/Power factor at 1/2 load 66.7 
po MEI AED FOR! E des С c 
TIME SCHEDULE (in weeks): 


1 - 3 weeks 
ik Чай SS ages Pace лалы ORAS. MEE ТА. 


Pumps read for delivery: from stock 
\ Ву: Wm. J. Beckman 
Phone No.: (513) 752-3570 


6/8/87 


Furnish shop and layout drawings: 








Р ЕТТ ДВИНЕ ЦОС ВАА ЧЮ 
Date: 


CELY OF EFORT- WAY NS 





DEPARTMENT OF PURCHASING 
ONES MAIN: STREET. ‘=, ROOM, 350 
FORT WAYNE, INDIANA 46802 
REFERENCE % 23214 


DATE May 28; 1997 
DUE DATE Friday, June.I2, 1987, at 4700 P.M. 
Department receiving bid items | Water Pollution Control Engineering 


Room 700, City County Building 


Fort Wayne, Indiana 46802 


Bid Bond Required NO YES ux AMOUNT 2% 
Performance Bond Required NO YES | X AMOUNT 100% 
Prompt payment discounts will be allowed as follows: 2 % 
if paid within ДЫ, days: 


Tne. бісу of Fort Wayne is exempt from Pederal excise and Indiana 
State Sale Tax. The City's Indiana Sales Tax Exemption Certiz- 

lcate number is 356-001-255 0013, prices shculd not include these 
taxes. 


The executicn Hereof by the bidder i$ acsectance of all terms. and 
conditions hetein апа» ih that regard the binder. l agrees to 5e 
bound by same and be bound to the amount of his/her bid for a 
period of sixty (60) days. 


rh ct 


y Beckman Environmental Services Co., Inc. 





Name of Company 


ў; т 

Ir Hi b DEE AEE Agent 
NAINE (signature) 

WHERE ANEGA Radpeds 2 Pito Тес as i 
Y Y e)! 
JO HS 


City Cincinnati, OH 45245 


+ 


General Bid Form Revised Form No. 95 (1964) 


Form Prescribed by State Board of Accounts 
р. н. Goble Co., Greenfield, Indiana 


BID, OFFER OR PROPOSAL 


on 
MATERIAL OR MATERIALS, EQUIPMENT, 
GOODS OR SUPPLIES 


Ж + $F Sat REA Инете NIMMT агегатагатоате алага wl lod ө ата стајала еге ч оја AA Шек eru I DECIR e EPI EIC ТІЛЕКЕ КЕНЕН ТТТ ТТТ СТ ТТ 


Statename official position and municipality 


Pursuant to notices given, the undersigned proposes to furnish the material or materials, equipment, goods or 


supplies as per said notices and specifications now on file in the office оғҒ.................................2......... 
Department of Purchasing, Bid #3214, Fort Wayne, Indiana 


state name official position and municipality 


and as per copy thereof, hereto attached, or as described herein for the following amounts: 
(State the class or item number or an exact description of the material or materials, equipment, goods or 


supplies to be furnished and amount of bid on each article.) 


Class or Item Quality — Description Amount 


1 Ebara Model 100DL62,2h.submersible sewage 
pump, 3 HP, 480 volt, 3 phase, capable of 
pumping 250 GPM at 23 feet TDH. 


(SEE NOTE BELOW) 51226.00| $1226.00 

1 | Model LM-80 Quick Disconnect Coupling, 
power, elbow & upper guide rail bracket 216.00| 216.00 

1 25' stainless steel lifting cable with 
2' stainless steel chain 137.0 137.00 
T Certified curve 118.0 118.00 
2 Mercury float switches with 30' cord 2340 46.00 
T Start-up and training 500.0 500.00 
E Extra warranty and service trip 500.0 500.00 
1 Performance Bond 20.0 2T.00 
Freight 40.0 40.00 
Total $2810.00 


NOTE: Published curve gives pump capacity 
of 250 GPM @ 23.5 feet TDH. We believe the 
certified curve will show the capacity to 
exceed the published capacity. 


Addendun No. 1 received. 


ID MADD CDAZCI2 IC NEONEN ATTACII СЕЛТ А DATO cumen 


DRAINAGE PUMP 
DATA SHEET 


The manufacturer of this equipment shall submit with the bids, the following specific 
data on the equipment being offered and hereby guarantees that the equipment will 
be fully equal to the representations of this data and information. The purpose 
of this information is to provide the Owner the information necessary to evaluate 
the equipment. Failure by a manufacturer to furnish all the information requested 
may be cause for rejection of the equipment. 





GENERAL: 
Manufacturer's Name: Ebara International Corporation 
Cuts or Drawings Attached: . DTI-335, F3208-001, F3208-209 


Characteristic Curves Attached: _ F3208-h0T 
Total Weight Per Unit: >: 163 155. 


PUMP DATA: 
Capacity (gpm): 250 GPM @ 23' TDH (SEE NOTE) 
Overall wire to water efficiency (%): 57% 





Max. HP required at any point on performance 


curve. (Measured at the motor output shaft): 




















ӨО» BDP 
Pump speed at design point: 1720 RPM 
Solids Capacity: ба QI Iu I ЕА 
ELECTRIC MOTOR: 
Manufacturer: Ebara International Corporation 
Horsepower: Pu. hs We ТОО C CEN INE СОАУ 
Efficiency (4): 80.7% at full load 
/Power factor at full load 492,3 
/Power factor at 3/4 load “ТБ, 
/Power factor at 1/2 load 6336 
TIME SCHEDULE (іп weeks): 
Furnish shop and layout drawings: l ~ 2 weeks 
Pumps read for delivery: __from stock 





; Ву: Wm, 2, Beckman 
Phone No.: 513, 752-3570 
Date: 6/8/87 








NOTE: 
Published curve gives pump capacity of 250 GPM at 23! Трн. We believe the 
certified curve will show the actual capacity to exceed the published capacity. 


пови оо "UNO REQUEST FOR QUOTATION 











à City of Fort Wayne 
: , 21 PLEASE INDICATE THIS NUMBER 
DEPARTMENT OF PURCHASES ON ALL CORRESPONDENCE 
NUMBER ONE EAST MAIN STREET ROOM 350 
FORT WAYNE, IN 46802 auoe 003213 





DATE OF REQUEST 
= 5 WILL ВЕ RECEIVED АТ Р PAGE 
05/28/87 | Г] Quotations Сві" | THIS OFFICE UNTIL. ӘР 06/12/87 AT 4 700 PM 


The Contractor and his sub-contractors, if any, shall not discriminate against 
any employee or applicant for employment, to be employed in the perform- 








Ti IAT To Of Drap ^ : ance of this contract, with respect to his hire, tenure, conditions or privileges 
О FAIRBANKS MORSE PUMP CORP . of employment or any matter directly or indirectly related to. employment, 
10 N, MAIN STREET because of his race, color, religion, national origin or ancestry. Breach of 
BEE MEAN UNE this covenant. maybe regarded as a material breach of the contract. 
D.O. BOX 270 | : 


CHAGRIN FALLS, OH 44022 


REQUEST FOR QUOTATION 


THIS IS NOT AN ORDER 





PLEASE QUOTE BELOW LOWEST PRICES, WHICH MUST 
INCLUDE ALL DELIVERY CHARGES (INCLUDING FREIGHT, 
PARCEL POST AND EXPRESS) UNLESS OTHERWISE 
SPECIFIED, FOR PURCHASING MERCHANDISE OR SERVICE 
DESCRIBED BELOW. 


QUOTATIONS WILL BE OPENED IN ACCORDANCE TO RULES 
AND REGULATIONS ON THE REVERSE SIDE OF THIS SHEET. 
RESPECTFULLY, 5 











QUANTITY | UNIT | DESCRIPTION UNIT PRICE 










x PER THE ATTACHED SPECIFICATIONS, PLEAS! 















QUOTE ом: COST FOR STORM WATER «RUMP 
2 FOR THE WATER ENGINEERING DEPARTMEN 








mn А fe ve CULA жарар. оын сы” атады Та : 
THE FOLLOWING INSTRUCTIONS MUST BE COMPLIED 


WITH TO ASSURE- THAT YOUR QUOTE IS-CONS 

















































t: “CHECK OR BID BOND OF 5* T 
TTING A QUOTE. 
2227 | А 100% PERFORMANCE BOND 15 REQU 
ACCEPTANCE OF BBODOSAL. ^ e 
ТТ 
4. PRICES MUST BE HELD FOR 60 DA 
‘EVALUATION IS BEING DONE. 2 
FOR ADDITIONAL INFORMATION CONTACT: 
| | "ТОМ PALLONE:(2192427-1143 | 
“ТЕ YOU DO NOP точ TO OU 
PLEASE LIST 












FH 





Ki 


ELE oe fe 
TOTAL PRICE EUVERY 7 /7 C27 Coi 


HIS IS ONLY AN INVITATION TO QUOTE AND NOT АМЕН. THE ABOVE QUSTES J^ ED IN ACCORDANCE WITH THE REGULATIONS 


N THE REVERSE SIDE OF THIS SHEET. X ) 
9 7 
e ) Жж Ә 2 ofo 


SIGNATURE OF BIDDER: А 








DATE: 





CITY OF VEORT IWAVNS 





DEPARTMENT OF PURCHASING 
ONE MAIN STREET =. ROOM 350 
FORT WAYNE, INDIANA 46802 


REFERENCE $.71213 
DATE May 28, 1987  - 
DUE DATE Friday, June 12, 1987 at 4:00 P.M. 
Department receiving bid items _ Water Pollution Control Engineering 
Room 700, City County Bldg. 
Fort Wayne, IN 46802 


Bid Bond Required NO YES "X AMOUNT 5% 
Performance Bond Required NO YES | X AMOUNT 100% 
Prompt payment discounts will be allowed as follows: 9 % 
lf паза within days. 


Tne City of Fort Wayne is exempt from Federal excise and Indiana 
State Sale Tax. The City's Indiana Sales Tax Exemption Certif- 
icate number is 356-001-255 0013, prices shculd nct include these 
taxes. : 


The executicn hereof by the bidder is acc eptance of all terms and 
conditions herein. and in that regard the. biéder agrees to ‘be 
bound by same and be bound to the amount of his/her bid for a 
period of sixty.(60)'days. 


X FAIRBANKS MORSE PUMP CORPO 


Name of 


ty 


; ОЛЕ. 


OLS 3 
City KANSAS CITY, KS 66110-0129 





CITY OF FORT WAYNE ү 
STORM WATER PUMPS 
PRICE SHEET 


OPTION A: Furnish four (4) new pumps complete with motors $146,878 
and accessories as specified. 


OPTION B: Furnish two (2) new pumps complete with motors 055221 
and accessories and two (2) new motors as specified. 


OPTION C: Furnish two (2) new pumps complete with motors and 73,487 
accessories as specified. 


PRICES ARE BASED ON FORM NO.95 (1964) ATTACHED. 


STORM WATER PUMPS 
DATA SHEET 


The manufacturer of this equipment shall submit with the bids, the following specific 
data on the equipment being offered and hereby guarantees that the equipment will 


be fully equal to the representations of this data and information. The purpose 
of this information is to provide the Owner the information necessary to evaluate 
the equipment. Failure by a manufacturer to furnish all the information requested 


may be cause for rejection of the equipment. 





GENERAL: 
Manufacturer's Name: FAIRBANKS MORSE PUMP CORPORATION 
Cuts or Drawings Attached: YES 
Characteristic Curves Attached: YES 
Total Weight Per Unit: 9187# LESS MOTOR 
PUMP DATA: 
Capacity (gpm): 19000GPM 
Overall wire to water efficiency (%): 76.4% BY CALCULATION 


Max. HP required at any point on performance 
curve. (Measured at the motor output shaft): 


. LESS THAN 150HP at 27'TDH OR LESS | 


Pump speed at design point: 705RPM 





Max. vertical thrust loading at ж#н 
max. head of: 27! 











conditions: 63314 
Solids Capacity: 4.0 inch 
ELECTRIC MOTOR: 
Manufacturer: GENERAL ELECTRIC ОК U.S. 
Horsepower: 150 
Efficiency (7): FULL = 93.0% 
/Power factor at full load WITH SUBMITTAL 
/Power factor at 3/4 load WITH SUBMITTAL 
/Power factor at 1/2 load WITH SUBMITTAL 





TURNING VANES AND BAFFLE WALLS: 


Required or not required: CANNOT ACCESS WITH DRAWINGS FURNISHED 
TIME SCHEDULE (in weeks): Bik eee 


4-6 WEEKS 


Furnish shop and layout drawings: 


Pumps read for delivery: 





Phone No.: 
Date: 6/9/87 


FORM #FWPO-2 


REQUEST FOR QUOTATION 
City of Fort Wayne 


DEPARTMENT OF PURCHASES 
NUMBER ONE EAST MAIN STREET ROOM 350 
FORT WAYNE, IN 46802 






PLEASE INDICATE THIS NUMBER 
ON ALL CORRESPONDENCE 


филе! 3213 














DATE OF REQUEST 
05/28/87 








ai WILL BE RE T 5 я ^ 
C Quotations E MET АҚ: a б В 06/12/87 АТ 4:09 PM 














TO 


£i ES `2 
ЦЕ. CP SEI 
ж”, ; ым” 





QUANTITY | 


4 











UNIT 








apre te 
ЖАД, Кш 
$ d с i 
fay At x ipe T us 
a RP dese ЫП Ape BY: ЫЗ dike 
ak ж ES el 











“РОВ THE WATER ENGINEERING DEPARTMENT. 





The Contractor and his sub-contractors, if any, shall not discriminate against 
any employes or applicant for moment to be employed in the perform- 
= ance of this contract, with respect to his hire, tenure, conditions or privileges 
н. E. DANBY CO., INC. of employment or àny matter directly or indirectly related to Здано 
4671 NORTHWESTERN DRIVE because of his race, color, religion, national origin or ancestry. Breach of 


ZIONSVILLE ы IN 46077 


this covenant may be regarded as a material breach of the contract. 


REQUEST FOR QUOTATION 


THIS IS NOT AN ORDER 





PLEASE QUOTE BELOW LOWEST PRICES, WHICH MUST 
INCLUDE ALL DELIVERY CHARGES (INCLUDING FREIGHT, 
PARCEL POST AND EXPRESS) UNLESS OTHERWISE 
SPECIFIED, FOR PURCHASING MERCHANDISE OR SERVICE 
DESCRIBED BELOW. 





QUOTATIONS WILL BE OPENED IN ACCORDANCE TO RULES 
AND REGULATIONS ON THE REVERSE SIDE OF THIS SHEET. 
RESPECTFULLY, i 














DESCRIPTION 








PER THE ATTACHED SPECIFICATIONS, PLEASE 
QUOTE ON THE COST FOR STORM WATER PUMPS- 





: m СА? ТАЛЛ TMOTOTIOCTM TAR ATTQ'UT тс AAD Тт ТЕГУ 
FOLLOWING INSTRUCTIONS MUST BE ‘COMPLIED 
ЖЕ 
5 


THE 
WITH TO ASSURE THAT YOUR QUOTE IS CONSIO&RED. 


А} 
nj 
о 


А CERTIFIED CHECK OR BID BOND OF 5% TS REOU 
EN SUBMITTING A QUOTE. 


WH 


А 100% PERFORMANCE BOND IS REQUIRED: UPON 
ACCEPTANCE OF PROPOSAL. 


FORM 95 (ATTACHED) IS ТО BE SIGNED AND 
NOTORIZED WHERE APPLICABLE. 


PRICES MUST BE HELD FOR 60 DAYS WHILE AN 
EVALUATION IS BEING DONE. 





POR ADDITIONAL INFORMATION CONTACT: 


TOM PALLONE (219)427-1143 


QUOTE ON THE ABOVE, 
PLEASE LIST Q ON OUR FORM AND 
RETURN IT ІМ? (CCLOSED SELF ADDRESSED 
ENVELOPE FOR OUR RECORDS.  THANK YOU. 





IF YOU DO NOTA 






TOTALS РАСЕ Сш i  DBENERE ра 








THIS IS ONLY AN INVITATION TO QUOTE AND NOT AN ORDER. THE ABOVE QUOTES ARE SUBMITTED IN ACCORDANCE WITH THE REGULATIONS 
ON THE REVERSE SIDE OF THIS SHEET. 


SIGNATURE OF BIDDER: у DATE: 
BAe ENES ere eID E NE ОАЕ Sen ee ИЛА EE BEAD aM EISE III Io QN he Sc SRE cma ae eMac T WC ы ОБУ ртты E TORT ERE С 032240 сатын 


CITY OF T EORT WAYNE 
DEPARTMENT OF PURCHASING 
ONE ‘MAIN STREET - ROOM 350 
FORT WAYNE, INDIANA 46802 
REFERENCE = 3213 
DATE Мау .28, 1987 
DUE DATE Friday, June: 12, 1987 at 4:00 P:M. 
Department receiving bid items _ Water Pollution Control Engineering 
Room 700, City County Bldg. 
Fort Wayne, IN 46802 
Bid Bond Required NO vc yes y AMOUNT ЗЭ 


Performance Bond Required NO YES . X ^ AMOUNT 100% 


ло 


Prompt payment discounts will be allowed as follows: 
i2 паза within days. 


THe” Cietyuofsrfort Wayne is exempt хош гебсегатзеехессе апа Indzana 
Rater Sale Tax, The Clty's Lndjesna Sales. ;ax'zxXeuprion Cercil- 
icate number is 356-001-255 0013, prices shculd not include these 


taxes. 


The“executicn hereof by the bidder 16-.ассессатса of all terms ала 
conditions herein апа” іп. that regard the bidder: agrees to уе 
bound by same and “be bound to the anount of.2i1s/her bid for a 
period oft sixty (60) days. 
y PEERLESS PUMP 
Name of Company 
“tT zr 
II 2 hy or uto Еа мата, ЕТЕ 
\\ ҮШ signature 
udi а (519 ) 
WHERE AXSSaCA Address 2005 DR. M.L. King Jr. St. 
NOS : 


Сау Indianapolis, IN 46206 


CITY OF FORT WAYNE 
STORM WATER PUMPS 


PRICE SHEET 


x 
OPTION A: Furnish four (4) new pumps complete with motors $ 126,134.00 


and accessories as specified. 


OPTION B: Furnish two (2) new pumps complete with motors 85 ‚624.00 


and accessories and two (2) new motors as specified. 


OPTION C: Furnish two (2) new pumps complete with motors and 64,322.00 


accessories as specified. 


х Net add for GE Motors $ 9,820.00 


/ 
/ 


Н 
STORM WATER PUMPS / 
DATA SHEET 


The manufacturer of this equipment shall submit with the bids, the following specific 
data on the equipment being offered and hereby guarantees that the equipment will 


be fully equal to the representations of this data and information. Тһе purpose 
of this information is to provide the Owner the information necessary to.evaluate 
the equipment. Failure by a manufacturer to furnish all the information requested 


may be cause for rejection of the equipment. 
































GENERAL: 
Manufacturer's Name: PEERLESS PUMP 
Cuts or Drawings Attached: YES 
Characteristic Curves Attached: YES 
Total Weight Per Unit: 5,200 # 
PUMP DATA: 
Capacity (gpm): 19,000 
Overall wire to water efficiency (4): Kor ГА RENE А. ce + 
Max. HP required at any point on performance 
curve. (Measured at the motor output shaft): 
Pump speed at design point: 706 RPM 
Max. vertical thrust loading at shutoff 
conditions: Irrelevant BHP is in excess of 225 
Solids Capacity: 2%" 
ELECTRIC MOTOR: 
Manufacturer: Қаз: 
Horsepower: 150 
Efficiency (%): 93.8 @ Full load 
/Power factor at full load TE 
/Power factor at 3/4 load 64.8 
/Power factor at 1/2 load 509 


TURNING VANES AND BAFFLE WALLS: 
By Engineer 
Required or not required: 





TIME SCHEDULE (in weeks): 


2 weeks 
Furnish shop and layout drawings: 
Pumps read for delivery: 18-20 Weeks 
By: Peerless Pump 


Phone No.: (317) 924-7240 
Date: 6/11/87 


х REQUEST FOR QUOTATION 
‹ City of Fort Wayne v. 





PLEASE INDICATE. THIS NUMBER 





DEPARTMENT OF PURCHASES ON ALL CORRESPONDENCE 
NUMBER ONE EAST MAIN STREET ROOM 350 3 
FORT WAYNE, IN 46802 ` Quare; 90324 2 










DATE OF REQUEST 


05/28/87 GR Quotations 


Sealed | WILL BE RECEIVED AT PAGE 





p. 06/12/87 AT 4:00 PM 


The Contractor and his sub-contractors, if any, shall not discriminate against 
any employee or applicant for employment, to be employed in the perform- 
ance of this contract, with respect to his hire, tenure, conditions or privileges 
of employment or any matter directly or indirectly related to — 
because of his race, color, religion, national origin or ancestry. Breach of 
this covenant may be regarded as a material breach of the contract. 

















REQUEST FOR QUOTATION 


17 
Мес) 
A LUL 
WORTHINGTON PUMP /DRES THIS IS NOT AN ORDER 
| PLEASE QUOTE BELOW LOWEST PRICES, WHICH MUST 


E 
55) FOREST AVENUE "TUN 987 в 
PLYMOUTH, МІ 48170-009 QW RTHINGTON 
Ан UDE ALL DELIVERY CHARGES (INCLUDING FREIGHT 
4 PARCEL POST AND EXPRESS) UNLESS OTHERWISE 


\ DETROIT 
У, DISTRICT OFFICE <<” 
4 | SPECIFIED, FOR PURCHASING MERCHANDISE OR SERVICE 






в WILL BE OPENED IN ACCORDANCE TO RULES 
AND REGULATIONS ON THE REVERSE SIDE OF THIS SHEET. 
RESPECTFULLY, 





QUANTITY | UNIT DESCRIPTION UNIT PRICE TOTAL 


PER THE ATTACHED SPECIFICATIONS, PLEASE 
"QUOTE-ON ІНЕ “COST FOR. TWO. (2) RAW WATER: |$15,126.c0 | $30,252.00 
“PUMPS FOR THE WATER ENGINEERING DEPARTMENT. unc ris 








| ГНЕ FOLLOWING INSTRUCTIONS MUST BE СОМРЮЬТЕОІ 


WITH TO ASSURE, THAT YOUR QUOTE IS CONSADERER. o- 






Y. A CERTIFIED CHECK OR BID BOND OF 52 Ts READ 
WHEN SUBMITTING A QUOTE. 


„кы e A 100% PERFORMANCE BOND IS REQUIRED UPON 
ACCEPTANCE OF PROPOSAL. 


Зар FORM 95 (ATTACHED) 15 TO ВЕ SIGNED AND 
NOTORIZED WHERE APPLICABLE. 


4. PRICES MUST ВЕ HELD FOR 60 DAYS WHILE AN 
EVALUATION IS BEING DONE. 


FOR ADDITIONAL INFORMATION CONTACT: 
TOM PALLONE (219) 427~1143. 


Lr YOu es NOT WISH TO QUOTE OW THE ABOVE, 
PLEASE LIST -NO QUOTE- ON OUR FORM AND 
-RETURN IT IN'THE ENCLOSED: SELF. ADDRESSED | 
ENVELOPE FOR OUR RECORDS. THANK YOU. . 


ADDENDUM 4 RECE(VED 


TOTAL PRICE $30,252.00 DELIVERY_2Owk А/А F.o.B S/F FF 


SS LAN ears = ad ЕД Са RE ele с е ыыы укку, ee eT ee рдіс санда шш 
THIS IS ONLY AN INVITATION TO QUOTE AND NOT AN ORDER. THE ABOVE QUOTES ARE SUBMITTED IN ACCORDANCE WITH THE REGULATIONS 
ON THE REVERSE SIDE OF THIS SHEET. 

SIGNATURE OF BIDDER: 3 DATE: 6/10/87 





CITY OF. PORTA WAYNE 
DEPARTMENT OF PURCHASING 
ONE MAIN STREET =- ROOM 350 
FORT WAYNE, INDIANA 46802 
REFERENCE # _3212 
DATS „Мау 28-1987 
BUE DATE Friday. June 17, 1987 ас 4:00: P.M. 
Department receiving bid items _ Water Pollution Control Engineering 
Room 700, City County Building 


Fort Wayne, IN 46802 


Bid Bond Required к (NO YES wo AMOUNT 5% 
Performance Bond Required NO YES X . AMOUNT 100% 
Prompt payment discounts will бе allowed as zollows: PARES % 
if paid wicninm davs. 

The City of Fort Wayne is exempt from Federal excise and Indiana 
State Sale Tax... The City's Indiana Sales Tax: =xémption,;Cer=is- 


icate- number is 356-001-255 0013, prices shculd not include these 
taxes. | 


The executicn hereof by the bidder is accectance 
conditions егеп. ата іп that regard one bidder agree 
bound by same and be bound to the amount of п 

period of sixty (60) days. 


X Dresser Pass Division 
Name of Company 







Accent 





WAVNE ( ignature) 
ЖТТ Address 550 Forest Avenue | 
WOES 


City Plymouth Mi 49110 


4 RAW WASTEWATER PUMPS У 
DATA SHEET 


The manufacturer of this equipment shall submit with the bids, the following specific 
data on the equipment being offered and hereby guarantees that the equipment will 
be fully equal to the representations of this data and information. The purpose 
of this information is to provide the Owner the information necessary to evaluate 
the equipment. Failure by a manufacturer to furnish all the information requested 
may be cause for rejection of the equipment. 


GENERAL: 


Manufacturer's Name: \N ж E naton 
Cuts or Drawings Attached: 10-5 


Characteristic Curves Attached: 125 
Total Weight Per Unit: 2500 (INCL моток *%SHA ETING) 


PUMP DATA: 
/ 
Capacity (gpm): Бо (0 22 
Overall wire to water efficiency (4): 65.3 ve 


Max. HP required at any point on performance 


curve. (Measured at the motor output shaft): 


S 
Pump speed at design point: TOS RPM 
Solids Capacity: at 
ELECTRIC MOTOR: 
Manufacturer: General Electric 
Horsepower: 25 
Efficiency (%): ESP селе леу | ДЕ” Factor 
ЕГЕ /Power factor at full load qi Fay 0 
ERP /Power factor at 3/4 load 424 T3276 
EPP /Power factor at 1/2 load 88,7 62.7 


TIME SCHEDULE (in weeks): 


Furnish shop and layout drawings: © weeks of fac Ix receipt 


Pumps read for delivery: 20 weeks (s {гамил уе) 
ву: Michael 2. ӨТЕН ә 


Phone No.: ( 213) 453-7615 
Date: June |o , 1987 






















‚ комо cee ; REQUEST FOR QUOTATION г . 
2 City of Fort Wayne PLEASE INDICATE THIS NUMBER 
; | DEPARTMENT OF PURCHASES ON ALL CORRESPONDENCE 
NUMBER ONE EAST MAIN STREET ROOM 350 
FORT WAYNE, IN 46802 қ ue 003212 
OF REQUEST 
70 5/2 9 /в7 il. Quotations Y Bids” TS LM OUR AT < 06/12/87 A? 4:00 рм. |” 
















The Contractor and his sub-contractors, if any, shall not discriminate against 
any employee or applicant for employment, to be employed in the perform- 
ance of this contract, with respect to his hire, tenure, conditions or privi 

of employment or any matter directly or indirectly related to ашршоутәп!, 
because of his race, color, religion, national origin or ancestry. Breach of 
this covenant тау be regarded as a material breach: of the contract. 


REQUEST FOR QUOTATION 
THIS IS NOT AN ORDER 





PLEASE QUOTE BELOW LOWEST PRICES, WHICH MUST 
INCLUDE ALL DELIVERY CHARGES (INCLUDING FREIGHT, 
PARCEL POST AND EXPRESS) UNLESS OTHERWISE 
SPECIFIED, FOR PURCHASING MERCHANDISE OR SERVICE 
DESCRIBED BELOW..,.: 


QUOTATIONS WILL BE OPENED IN ACCORDANCE TO RULES 
AND REGULATIONS.ON THE REVERSE SIDE OF THIS SHEET. 
RESPECTFULLY, | E: 


(oU ^^ X 


du а ое 
QUANTITY | UNIT | UNIT PRICE 











Pis FOLLOWING INSTRUCTIONS MUST BI 
CWTTH “БО ASSURE THAT XOUR QU E a 
















eee La Te) 
2. ds A-100% PERFORMANCE. 
: “AC HPT P TANCE OF PROPO 
Зар » FORM: 95 CAPLACHED da EQ. dis 
| NOTORIZED) WHERE APPLICABLE, 


del yey ay ү “су? 


BVALUATION IS: BEING.DONE... 





PPTOALAT, Tui wy 


POM: PALLONE: (22994 



















THIS IS ONLY AN INVITATION TO QUOTE AND NOT А 
ON THE REVERSE SIDE OF THIS SHEET. 


SUBMITTED IN ACCORDANCE La GULATIONS 
SIGNATURE OF BIDDER: 4 


% 








CITY ОЕ БОНАМ 
DEPARTMENT OF PURCHASING 


ONE MAIN STREET - ROOM 350 
FORT WAYNE, INDIANA 46802 


REFERENCE # _3212 
DATE May 28, 1987 
DUE DATE Friday, June 12, 1987 ака DO РМ 
Department receiving bid items _ Water Pollution Control Engineering 
Room 700, City County Building 


Fort Wayne, IN 46802 


Bid Bond Required NO YES Xo CANGUNT 57, 
Performance Bond Required NO YES AX "AMOUNT 100% 
Prompt payment discounts will be allowed as follows: % 
Le раза within days. 


The Citysof Fort Wayne. is exempt sron Гебесгаі- excise anc Indiana 
State Sale Tax. The City's Indiana Sales Ша: pae pu Cercor- 
icate number is 356-001-255 0013, prices shculd nct include these 
taxes. 


The.execution hereof by the bidder is acceptance of all te 
conditions herein and іл: that regard the Sicder agree 
bound by same and be bound to the amount of his/her bi 
period of sixty (60) days. 


X FAIRBANKS MORSE PUMP CORPORATION 


PDT 
AYRES 


"DAS 





Address 3601 FAIRBANKS AVENUE 


Cres KANSAS CITY, KS 66110-0129 


¥ RAW WASTEWATER PUMPS 
DATA SHEET 


The manufacturer of this equipment shall submit with the bids, the following specific 
data on the equipment being offered and hereby guarantees that the equipment will 


be fully equal to the representations of this data and information. Тһе purpose 
of this information is to provide the Owner the information necessary to evaluate 
the equipment. Failure by a manufacturer to furnish all the information requested 


may be cause for rejection of the equipment. 


GENERAL: 
Manufacturer's Name: FAIRBANKS MORSE PUMP CORPORATION 
Cuts or Drawings Attached: YES 
Characteristic Curves Attached: YES 
Total Weight Per Unit: 2800# LESS MOTOR 
PUMP DATA: : 
Capacity (gpm): 2500GPM 
Overall wire to water efficiency (Ж): 70,07% AT 2500GPM 


Max. HP required at any point on performance 


curve. (Measured at the motor output shaft): 


LESS THAN 25HP 


Pump speed at design point: О 
Solids Capacity: ai 
ELECTRIC MOTOR: 
Manufacturer: GENERAL ELECTRIC OR U.S. 
Horsepower: 25HP 
Efficiency (X): 90.6% AT FULL LOAD 
/Power factor at full load WITH SUBMITTAL 
/Power factor at 3/4 load WITH SUBMITTAL 
/Power factor at 1/2 load WITH SUBMITTAL 
TIME SCHEDULE (in weeks): 
Furnish shop and layout drawings: 4—6 WE 


Pumps read for delivery: 





Date: 6/10/87 


(<cheral Bid Form р M Revised Form No. 95 (1964) 
Form Prescribed by State Board of Accounts 
D. H. Goble Co., Greenfield, Indiana 

є 


{ BID, OFFER OR PROPOSAL 


on F 
MATERIAL OR MATERIALS, EQUIPMENT, N 
GOODS OR SUPPLIES 


Statename official position and municipality 


Pursuant to notices given, the undersigned proposes to furnish the material or materials, equipment, goods or 


supplies as per said notices and specifications now оп file in the office ОЁ....................................... а: 


state пате official position and municipality 


and as per copy thereof, hereto attached, or as described herein for the following amounts: 
(State the class or item number or an exact description of the material or materials, equipment, goods or 


supplies to be furnished and amount of bid on each article. ) 


Class or Item Quantity Quality — Description Amount 


1 1 LOT TWO VERTICAL FLEXIBLE SHAFTED SEWAGE PUMPS $28,701.00 
WITH MOTORS PER SPECIFICATION. 


THE ABOVE PRICES ARE BASED ON FAIRBANKS 

! MORSE STANDARD TERMS AND CONDITIONS КС585 
(10/86) COPY ATTACHED. PLEASE NOTE ITEMS 
#2 AND #13. 


CLARIFICATIONS 
1. ANCHOR BOLTS, VALVES, FITTINGS, MISC. 
PIPING NOT INCLUDED. 


2. TWO TRIPS AND TWO DAYS TOTAL FOR 
STARTUP SUPERVISION AND TRAINING ARE 
INCLUDED. 


3. DRAWINGS ARE DIMENSIONED IN LIEU OF 
SEALED. 


4. WE ACKNOWLEDGE RECEIPT OF ADDENDUM #1. 


5. WE ACKNOWLEDGE THE PUMPS MEET THE 
SPECIFICATIONS. 


ИТ уу 
БЕ 99 


Brent P. Spake 
Senior Applidefion Engineer 


IF MORF. SPACE IS NEEDED—ATTACH SEPARATE SHEET 


Bp co n лт, 


DIGEST SHEET 
TITLE OF ORDINANCE: SPECIAL 
DEPARTMENT REQUESTING ORDINANCE: PURCHASING 
SYNOPSIS OF ORDINANCE: 
An ordinance approving the award of Reference #3212, #3213, and #3214 with respect 
to the purchase of Raw Water, Storm Water, and Drainage Pumps for the modernization 


and rehabilitation of the Morton Street Pumping Station. Per the specifications in the 


references. 


Prior Approval was requested and received on July 14, 1987. А 


EFFECT OF PASSAGE: 
The purchase of this equipment is necessary to the City at the Morton Street Pumping 


Station as the equipment now in service is undersized, obsolete, and totally unreliable 


for the citizens in the Lakeside area. 


EFFECT OF NON-PASSAGE: 


The residents in the Lakeside area will continue to have water problems such as sewer 


backups in their basements 


MONEY INVOLVED (direct costs, expenditures, savings): 


Fairbanks Morse Pump Corporation #3212 $28,701.00 +/- 
Fairbanks Morse Pump Corporation #3213 $95,221.00 +/- 
Beckman Enviornmental #3214 $ 3,054.00 +/- 


ASSIGNED TO COMMITTEE (President): 


BILL NO. 5-87-07-37 


CITY ULILITIES 


REPORT OF THE COMMITTEE ON К 
УЕ аат ID EE Mee ies лы Т MEN 


WE, YOUR COMMITTEE ON CITY UTILITIES TO WHOM WAS 
a EL ME CM a МН такт au coit 


REFERRED AN (ORDINANCE) (KESGKBTION) approving the awarding | 


of Reference #3212, #3213 and #3214, by the City of Fort Wayne, . 
оаа а MEUM M ae с Бана ача зто НАЕ 


Indiana, by and through its Department of Purchasing and Fairbanks 
Morse Pump Corporation and Beckman Environmental’ Services Company, 


Inc., for Water Pollution Control Engineering 


Ba ce ч ag A ш И е ЕО ыз 








P= Soe ee СТ m ыктын лы эы Ee ee es E 


HAVE HAD SAID (ORDINANCE) ( RESOLUTIONY UNDER CONSIDERATION AND BEG 


LEAVE TO REPORT BACK TO THE COMMON COUNCIL THAT SAID (ORDINANCE) 


(RESQLEBSON) 





YES. NO 


CHARLES B. REDD 
CHAIRMAN 


PAUL М. BURNS 
VICE CHAIRMAN 


22; 
p» ge THOMAS C. HENRY 

LAN Mh 

PLAZA M ММА BEN A. EISBART Liked DIEN 


т”, 





р 3 АР > SAMUEL J. TALARICO | 
; Я 


CONCURRED IN / Ж GE SANDRA E. KENNEDY 


CITYSCLERK 


